To:  Schaefer,  Joe[Schaefer.Joe@epa.gov];  Hoppe,  Michael[Hoppe. Michael@epa.gov] 

From:  Bryant,  Melissa 

Sent:  Fri  8/7/201 5 1 1 :33:45  PM 

Subject:  Re:  Region  VI  www.epaosc.org/Gold_King_Region6  website 

I spoke  to  Marty  yesterday  right  after  it  happened.  He  sounded  BAD.  I saw  it  on  CBS 
news  tonight  - what  a mess. 


If  you  need  me  for  anything,  call  my  cell 


Personal  Phone/Ex.  6 


Melissa  Bryant 

General  Dynamics  Information  Technology 
US  EPA  - ERT  Support  Contractor 
800-999-6990 


From:  Schaefer,  Joe 

Sent:  Friday,  August  7,  2015  2:02  PM 

To:  Hoppe,  Michael 

Cc:  Bryant,  Melissa 

Subject:  Re:  Region  VI  www.epaosc.org/Gold_King_Region6  website 

http://www.denverpost.com/environment/ci  28595759/animas-river-contaminated-bv-1- 
million-qallons-contaminated 


Icky  water! 

Yeah  randy  texted  me  and  I mentioned  you  guys  will  be  out  there-ish. 
I guess  just  give  Marc  a heads  up. 


Joe  Schaefer 

Environmental  Response  Team 
(c)  609-865-9111 

On  Aug  7,  2015,  at  1:59  PM,  Hoppe,  Michael  <Hoppe.Michael@epa.gov>  wrote: 
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Yep,  I’ll  pack  my  hip  waders  (no  I won’t).  I saw  this  on  the  news.  Looks  bad. 


Should  I (gulp)  let  Marc  know  we’ll  be  “in  the  area”.  Harry  is  out... 


Mike 


From:  Schaefer,  Joe 

Sent:  Friday,  August  07,  2015  1:58  PM 

To:  Hoppe,  Michael;  Bryant,  Melissa 

Subject:  Fwd:  Region  VI  www.epaosc.org/Gold  King  Reqion6  website 


Just  a heads  up  since  you  guys  will  be  in  the  general  area  next  week.  Sounds  like 
this  is  turning  into  a bit  of  big  deal.  Three  regions  involved,  EPA  is  prp. 

Joe  Schaefer 

Environmental  Response  Team 

(c)  609-865-9111 

Begin  forwarded  message: 

From:  mail@epaosc.org 

Date:  August  7,  2015  at  1 :44:56  PM  EDT 

To:  foster.althea@epa.gov.  EOC.EPAHQ@epa.gov 

Subject:  Region  VI  www.epaosc.org/Gold  King  Reqion6  website 

Reply-To:  ERTSupport@epa.gov 

A EPA  OSC  website  has  been  created! 

Region  VI 

Gold  King  Mine  Spill  - Region  6 
Various  New  Mexico  locations.,  NM 

To  visit  this  site  click  on  the  link  below. 
http://www.epaosc.org/Gold  King  Region6 

For  EPA  OSC  website  support  contact: 

ERTSupport@epa.gov 
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(800)  999-6990 
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